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54. Of the modern factories existing in 1911,-
one, the Panipat Glass Works, failed three years
ago owing to want of expert knowledge. The
Upper India Glass Works has passed through
vicissitudes of fortune. Formerly this factory
held the Indian market for crude kanch used in
bangle-making, but the proprietor, with more
ambitious ideas of development, employed an
Austrian furnaceman and an Austrian blower.
As noted on pftge 288 of " Industrial Punjab," an
agreement was drawn up with Government
whereby, in return for monetary help, the pro-
prietor agreed to train at one time ten appren-
tices, of both educated and uneducated classes.
The intention of the scheme was t"o improve the
indigenous industry, to train the Indian glass
wooers to blow glass in their own homes. The
agreement was never signed : the Austrian
employees of the Glass Factory raised difficul-
ties, tod the scheme had to be dropped. There-
after the factory has been closed down more
than once owing to the impossibility of obtain-
ing the services of expert blowers. Finally
Japanese blowers have been engaged, and a fur-
nace on Japanese model erected : the new em-
ployees have worked well with the Indians,
eighteen in number, whom they have trained.
The factory has specialised in the manufacture
of lamp chimneys to the exclusion of all other
articles and finds thai-there is ample scope in
one branch. The workmen have been given an
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